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7538 cust_id 
179306 insp_id 


2638 sito_ia 


TIGER MISSING LINK INC. 
TIGER CREEK WILDLIFE REFUGE 

17544 FM 14 
TYLER, TX 75706 


Customer ID: 7538 
Certificate: 74-004 1 8 

Site: 001 

TIGER MISSING LINK INC. 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUL-09-2003 


3.127 { c ) DIRECT 

FACILITIES, OUTDOOR. 

A suitable method shall be provided to rapidly eliminate excess water The method of drainage shall comply with applicable 
Federal, State and local laws and regulations relating to pollution control or the protection of the environment. Two new 
facilities housing three tigers contained pools of water due to a poor drainage, however, the Executive Diredor insured us 
that the noncompiiant item would be corrected the same day, Wednesday, July 9, 2003 at 5:00 pm. 

TO BE CORRECTED BY: 9/10/03. 

‘Di^asU'Outin^nspectior^a^onduc^ on 2/19/03. This routine inspection was conducted with 

ACI, Don Fox and USDA VMO, Earnest Johnson. The exH review was 
conductedwith^^^^^piACI, Don Fox and VMO, Earnest Johnson. 

Inventory: 2-leopards, 6-lions, 29-tigers and 2-cougars. 


Prepared By: DVrry Jmd 

ERNEST JOWfSOl/ V. M. la , USDA. APHIsTAnimal Care 
Trtle: VETERINARY MEDICAL OFRCER , Inspector ID: 4048 
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